LAC -6 


^ March 12 , 19* So^^'d Prelect 

S£.* Jor i^t^r^'”-^ hi*.**-*-**. 


Title of Proposal! 


Sextant Lighting Improvement 


latttre of Proposal* 

1* Add light to illuminate sextant averager di a l , 

w ^- n 8 an ^ addition of potentiometer for intensity control of sextant 

ljL|£n vS • 

3. will result in issuance of service bulletin kit for all aircraft. 


Reason for Proposal* 

1. To improve readability of sextant averager dial and eliminate necessity of 
using spotlight. 

2, To provide pilot control of light intensity for night illumination of 
sextant scale readings. 


Estimated Cost and Time Involved — — 

Additional funding Required 

J 1 * 8 ° r Part * $1 ^ 00 ea. ~ 

'Additional Ponding acquired None (SP-1917) 

jt raa . lifted b^ Propo^., pSToKi B ferti ~ 

Effectiveness 

□ Operating □ Inter- Q Weight or □ Tools ft 

* POO * dtt * 8 changeability Wei^t ft Bel. 

° J5f2SS^ ° fir 10 * ® OUH □ O' Haul □ Parte 

Handbook Manual Mmnal Ca talo g 

Eat, *fan/fcrs, Bcq^d, to Aooompllsh Change In Field 3 ~ 

Source Of Parte Per lit {Availability 

2 weeks after approval of this proposal 


Spares Affeoted 
None 

initiated By* 

LAC 

ep-y x Approvet 


Disposition 

Approved V3P0 

Project 
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